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NUMBERS 1 THROUGH 12 


VOLUME 47 
ANESTHESIA 
Page 
Abstract: Glossary for Gas-Oxygen Anes- 


Ogus, William I.: Divinyl Ether: A Suit- 
able Agent for War Surgery, April.... 163 


CROWN AND BRIDGE 


Aronson, Harry L.: Clasp Retention on 
Lower Cuspid, March .............. 125 
Goodman, Jacob Bardin: The Use of Hy- 
drocolloid Impressions for Indirect 
212 
Hinshaw, E. B.: Split Ring Technique 
for Anterior Plastic Jacket Crowns, 


546 


Kaniss, Harry A.: Acrylic Jacket Crown 
262 
Lessard, Perley J.: New Combination Re- 
movable Bridge, May 
Miller, I. Franklin: Acrylic Jackets, No- 
Phillips, David W.: The Improved Tech- 
nique for Locking Simple Inlay 
Bridges to Place, September ........ 
Sapienza, B. F.: Direct Method of Con- 
structing a Full-Cast Crown As a 
Bridge Abutment, May ............. 
The Problem of Esthetics in the Lower 
Anterior Fixed Bridge, June ........ 270 
Wilson, W. E.: Casting Pink Denture 
Base on Removable Bridges, January. 24 
Casting Upper Anterior All-Acrylic 
440 


DIAGNOSIS 


EDITORIALS 
(The Editor’s Page) 

Subjects: 

Temporomandibular Joint Syndrome, 

124 
Medical Service of Army Camps, May 219 
The Economic Aspect of Health Con- 


269 


Dental Caries Among Army Selectees, 
303 
Newspaper Falsifications of Science, 
ine Arthritis and Temporo- 
mandibular Joint Disturbances, Sep- 
Diagnosis, October 453 
Cancer of the Face and Mouth, No- 
Parotid Gland Infections and Neo- 


FULL DENTURE PROSTHESIS 

Ante, Irvin H.: Impression Technique for 
' the Edentulous Mandible, December 534 
Brown, A. H.: Flasking Dentures to Fa- 

cilitate Deflasking, January ......... 18 
Colburn, William A. and Remy, C. P.: 

Effect and Control of Directional Force 

in the Arrangement of Artificial Teeth, 

55 
Freedman, Hyman: Magnetic Counter- 

Influence i in Lower Denture Retention, 

498 
Hollstein, Elbert E.: Eliminating the Use 

of Tin Foil in Processing Acrylic Den- 


Miller, I. S. and Miller, James S.: Trau- 
matic Occlusion in Natural and Arti- 
ficial Dentures, March .............. 115 
Payne, S. Howard: A Posterior Set-Up to 
Meet Individual Requirements, Janu- 


ary 
Schweitzer, Arthur A.: Denture Con- 


Schweitzer, Jerome M.: The Deep Bite, 

Tuma, C, Frank: Deflasking Acrylic Den- 

350 


Ulsaver, Ervin S.; Heyl, Arthur F., and 
Beck, August L. (With Literary Col- 
laboration by George Wood Clapp) : 
Relief of Intractable Facial Pain by 
Prosthetic Correction, May .......... 206 


MEDICINE 


Abstracts: 
Herpes Simplex of the Lips, February 75 
The Management of Cardiac Patients 
Who Require Major Surgery, April... 162 
Editorials: 
Morsus Humanus, March ........... 124 
Rheumatoid Arthritis and Temporo- 
mandibular Joint Disturbance, Sep- 
401 


Sunn William F.: Weather, Dental 
atte and Bacterial Localization, 


Jun 64 
Straith, Floyd E.: Leukemias, January .. 15 


MISCELLANEOUS 


Abstracts: Factors in the Action of Drugs 
of Interest to the Dentist, May ...... 222 
Suggested Technique for Understand- 
ing ean Person’s Point of View, 


Jun 
Bonnell, Albert E., Jr.: Delayed Denti- 


Kallenbach, Travis E.: Factors in Cor- 
recting Jaw Position Relative to the 
Temporomandibular Joint, First In- 


stallment, February 66 
Second Installment, March ......... 108 
Third Installment, April ............ 166 
220 
Moody, William Ladd: Severe Reaction 
from Acrylic Liquid, July .......... 305 
Notes on the Cuff, January ............ 32 
78 
130 
176 
226 
274 
320 
366 
422 


(See Contra-Angles for October, No- 
vember, December) 

Smith, Rowe; and Wyrick, Walter: Treat- 
ment of Defects from Congenital Ab- 
sence of Upper Lateral Incisors, Sep- 
397 

Willhelmy, Glenn E.: Relationship of 
Overclosure of the Mandible to Ear 


NUTRITION 


Editorial Feature: The Vitamins, July.. 310 


OPERATIVE DENTISTRY 


Abstract: Causes of Gold Inlay Failures, 
218 
ens A. Laurence: Restoring Lost Inlay 
Eigen, Morris: Amalgam: Rapid Rubber 
Glick, Herschel S.: Accurately Fitting 
Pins with Maximum Retention, Sep- 
Henschel, Chester J.: Pain Control 
through Heat Control, July .......... 294 
Pain Control by Cold Control, October 444 
Runge, F. C.: Retention Forms for Gin- 
gival Inlays, December ............. 
Thompson, P. A.: The Wax Pattern and 
Its Investment, July 
Wilson, John L.: Cause and Control of 
Shrinkage Porosity in Inlay Casting, 


ORAL SURGERY 


Bradley, J. L. (Lieut.): Comparison of 
Surgical Flap Operation and Gingivee- 
tomy in Periodontal Diseases, August 355 

Curran, Morven: Unilateral Subluxation 
of the Mandible, June .............. 259 

Lipscomb, William Rutledge; and Grov- 
er, Charles G.: Cast Metal Plate for 
Closing Defect in Skull from Commi- 


nuted Fracture, April .............. 158 © 


Miller, Allison H.: Elastic Traction in 
Fracture Fixation, February 
Miller, Roger G. (Major): 
struction of Sectional Splints for Max- 
illary and Mandibular Fractures, June 252 
Novitzky, Josef: An Evaluation of Ther- 
Phillips, Walter A. and Maxmen, Harold 
A.: A Practical Root Resection Tech- 
nique for Young Permanent Anterior 


Potter, William E.: Traumatic Ulcer of 
304 


Schultz, Louis W.: Surgical Correction 
of Labial and Lingual Frena, Novem- 


488 
Seeds, M. S.: Artificial Eruption of Mal- 


Woodard, Don E.: The Reception, Treat- 
ment, and Care of the Surgical Patient, 


456 
Woodward, C. M.: The Single Needle 
ORTHODONTIA 
Abstracts: The Selection of Cases for 
Space Maintainers, May ............ 215 
The Distribution of Orthodontists in 
the United States, August .......... 349 


Stein, Samuel H.: Orthodontic Interven- 
tion Prior to Bridgework, October .... 454 


PATHOLOGY 


Editorial Feature: Oral Infections: Ana- 
tomic Arrangements of Floor of Mouth 
and Deeper Structures of Neck as Re- 
lated to Spread of Oral Infections; 
Courses Pursued by Oral Infections as 
Indicated by Injections of Dye: Swel- 
lings of the Face, Jaw, and Neck in 
Oral Diagnosis, August ............. 358 

(Cont:nued on page 554) 
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Trade Mark Registered 


tents Pending Coveri 
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Technique and Machine 


Since the introduction of ACRALAIN for Jacket Crowns, 
Veneer Facings, Bridge Pontics and Inlays, thousands of 
Dentists are successfully employing a type of restoration 
heretofore largely limited in serviceability. The ACRA- 
LAIN technique, the only one which provides for con- 
tinuous, controlled pressure, results in denser, more 
compact, stronger and more resilient restorations. The 
comprehensive selection of tooth shades and basic colors 
simplifies duplication of natural teeth, frequently with- 
out even mixing. 

Insist on ACRALAIN the ORIGINAL PLASTIC for 
Crown and Inlay work. 


For CASTING For PROCESSING 
Jacket Crowns Occlusal Planes 
Veneer Facings For Vertical 
Bridge Pontics Dimension 

Inlays Appliances 


If your Dealer or Laboratory cannot supply you, 
please write us 


ACRALDR CO,Ine. 


257 WEST 38th ST. NEW YORK, N. Y. 
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(Continued from page 551) 


PERIODONTIA 


Law, Lewis Wayne: Palatal Bar Fixation 
of Mobile Teeth, November ......... 494 
Smith, Rowe: Construction of a Splint in 
Periodontal Treatment, March ...... 118 


PLASTICS 


(See also June, July, September, and 
December, 1940) 
Hinshaw, E. B.: Split Ring Technique 
for Anterior Plastic Jacket Crowns, 
Hollstein, Elbert E.: Eliminating the Use 
of Tin Foil in Processing Acrylic 


Dentures, September ........ 
Kaniss, Harry A.: Acrylic Jacket Crown 


Lessard, Perley J.: New Combination 
Removable Bridge, May ............ 210 
Miller, I. Franklin: Acrylic Jackets, 
Moody, William Ladd: Severe Reaction 
from Acrylic Liquid, July .......... 305 
Tuma, C. Frank: Deflasking Acrylic 
Dentures, August ........... 
Wilson, W. E.: Casting Pink Denture 
Base on Removable Bridges, January.. 24 
Casting Upper Amterior All- Acrylic 
Bridge, October ..... 440 


ROENTGENOLOGY 
Fischer, Henry: X-Ray Mountings, No- 
Frank, Leonard: Ten Roentgenologic 
Studies, 
Gecker, Leon M.: A Supplementary 
X-Ray Processing Technique, Septem- 
Lozier, Matthew: Roentgenology of the 
Symphysis, August .............-.- 364 
Extra-Oral Roentgenography of the 
Mandible, December ............... 542 
Schugar, George: A Standardized Pro- 
cedure for Roentgenography, October 447 
THERAPEUTICS 
Raper, Howard R. and Manser, J. G.: 
Removal of Brown Stain from Fluorine 
Mottled Teeth, September .......... 390 


ontra- 


A ng 


HR 5674... 


A member of the Dental profession, 
Doctor Philip A. Traynor of Delaware 
on September seventeenth, introduced 
in the House of Representatives of the 
United States a bill to protect the pub- 
lic health by preventing the circumven- 
tion of certain state laws regarding the 
practice of dentistry. This bill is iden- 
tified as HR 5674 and is directed ex- 
plicitly at the destruction of the evil of 
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